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petdmc ¢ OEM Foglight Installation 

Member ory Dale eet Ay pie 

B Well i finally did it... it's so easy it's not even funny. No splicing was done. 


Join Date: Feb 2004 


Location: Toronto, Canada STI ‘ 
Posts: 321 : 1-OEM fog light switch (second gens) $20~eBay 
pair-foglights $10-$100 best size for SL2's is 3.5" 
petdmc's Photos 6) 1-87a relay ~free @ JY 
6-UHJB panel pins (female)- JY 
1996 SL2 2-foglight brackets 
~time~ 


takes about 1-2 hours to get it done right 


~UHIJB part~ 

-Disconnect the battary (the neg.) 

-Disconnect the postive on the UHJB 

-remove all fuses 

-remove 2 12mm (i think) that hold the UHJB to the frame 

-remove 2 12mm that hold the the fuse panel down 

-carefully pull out the UHJB 

-open the bottom (right side) 

-unscrew the 3 (8mm) screws that hold the harness to the panel 

-pull up on the panel to remove it 

-take note on the diagrams on the UHJB cover, use those to locate where you'll be adding the pins (6 in total) 
-remove the blue locking guide on the grey wiring harness 

-row2, column 2 & 3, this is where you'll be adding 2 power wires to the fog lights. 
-crimp the wires to the pins and install them, make sure they are in the right spot 
-reinstall the blue locking pin 

-put together the UHJB 

-reconnect the wires 


*note- remember to install a ground wire to each of the fog lights. 
-install a 15 amp fuse and the relay to the fog light sections 


to test and see if your new fog lights work make sure you have the OEM fog light switch installed, turn on the running 
light and click the fog light button. 


I'll post some pics in the coming days and I will also be offering a kit with instructions and the pins that you need. 
i'm sure this will work on all generations but i only have Gen 2. 


Post questions. 


REWARD EXCELLENCE! 


Rate the quality of this post and help petdmc reputation points. Click the reputation button near the bottom left corner of this message box. Thank you! 
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